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Reed and F. A. Wegener 
Mr. Ramsey, who was graduat« 
the University of Pennsylvania 


has previously been engaged in eng 
neering and executive activities with the 
American Gas Company, The U. G 

Company, Dwight P. Robinson & Co. a1 


United Engineers & Contractors 





F. A. Wegener 


in addition to his wide engineering ex- 
perience brings to the company a well 
rounded business training. 

Mr. Wegener, in addition to election 
to the Board, was appointed general man- 
ager. A graduate of Columbia Univer 
sity, he has been associated with the com- 
pany for over twenty-one years serving 
successfully in the capacity of assistant 
master mechanic, works engineer, and, 
since 1922, chief engineer. As chief en- 
gineer he has become well known in the 
industry for the development and design 
of the many gas appliances and devices 
produced by the company. 

Starting in 1887 with the United States 
patent rights to the Welsbach light in- 
vented by Carl Auer Von Welsbach, 
manufacturing was begun in a_ small 
rented building of a large manufacturing 
property in Gloucester, N. J., the business 
soon increasing until it occupied this 
whole plant. At the turn of the century 
an adjacent property was acquired upon 
which later was erected the present mod- 
ern and complete manufacturing estab- 
lishment. 

With the decrease in gas lighting dur- 
ing and immediately following the 
World War the company turned its years 
of experience in the gas industry toward 
the development and marketing of addi- 
tional gas appliances for commercial and 
domestic applications and is now, in ad- 
dition to gas lighting equipment, also 
actively engaged in the manufacture of 





ive water heaters, space heaters, broil- 


eriddles, conversion burners and acces- 


o 


New Holder Contract Awarded 


Public Utilities, 
Va., have awarded the con- 
erecting a 200,000 cubic foot 
holder at their Fulton Gas Plant 
the Stacey Brothers Gas Construc- 
mn Co., Cincinnati, Ohio, at a cost of 
$27.000 


The Department of 
tichmond 
ract of 


2 
e11et 


¥ 
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American Radiator Forms New 
Air Conditioning Unit 


\ new company, Standard Air Con- 
ditioning, Inc., with offices at 40 W 
40th St., New York, has been formed 


by the American Radiator & Standard 
Sanitary Corporation to take over the 
specialized air conditioning activities 


formerly conducted as a phase of the 


work of one of the corporation’s sub 
sidaries, the Campbell Metal Window 
Corporation. 

Individual room units for use with 


t 


radiator heating systems, are now being 
sold by the new company, and other 
equipment for use with radiator heat 
will be developed, with the room units 
serving as a nucleus from which the line 
can be built. 

Fowler Manning, who was appointed 
last winter to serve as a coordinator in 
the air conditioning activities of the 
American Radiator & Standard Sanitary 
Corporation, is the president of the new 
company, and E. V. Walsh is sales man- 
ager. 


—_—_—_$-—____ 


Western Gas Construction Com- 
pany Issues New Bulletin 


Western Gas Construction Co., Fort 
Wayne, Ind., have issued Bulletin 306 
describing and illustrating a new 
waterworks gate valve. It is designed 
for 150 pounds per square inch pres- 
and tested to 300 popnds per 
inch hydrostatic pressure. It is 
made in either double disc parallel seat, 
rr wedge gate type. 


sure 


square 


Homestead Valve Mfg. Co. 
Announces New 
Representatives 


Homestead Valve Mfg. Co., Cora- 
opolis, Pa., announce the following new 
exclusive representatives for Home- 
stead valves; Grinnell Company, At- 
lanta, Georgia; L. E. Livingston, Fort 
Worth, Texas, and the National Sup- 
ply Company, Toledo, Ohio. 

The same company announces for the 
first time the following Hypressure 
Jenny vapor spray cleaning machine 
representatives: 

For the Indianapolis district, South 
Side Body Company, Inc., Indianapolis; 
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for northern Texas, L. E. Livingston, 
Fort Worth; for Minnesota, North and 
South Dakota, William H. Ziegler 
Company, Minneapolis; for Philadelphia 
area, Brogan and Company, Philadelphia ; 
for Pittsburgh and tri-state area, Beck- 
with Machinery Company, Pittsburgh; for 
southeastern Texas, James A. Hall, Hous- 
ton and for the state of Wisconsin, Bo- 
heck Equipment Company, Milwaukee, 
Wis. 
——_—_- — 


Rutgers Ceramic Tests Prove Gas 
Heat Efficiency 


Tests conducted by the Department of 
Ceramics of Rutgers University on firing 
fifty-eight different porcelain glazes show 
that when using gas this great variety of 
glazes can be fired directly in atmospheres 
composed of the products of combustion 
plus slight quantities of excess air. These 
glazes cover a wide range of those used in 
the manufacture of sanitary ware and elec- 
trical insulators. The tests included glazes 
of many colors. 

Commercially the results of these tests 
will be very valuable. The tests on white 
and colored porcelain glazes show that 
these atmospheres can be maintained with 
gas fuel without the use of expensive pro- 
tective devices, according to a report of 
the American Gas Association, which is 
quoted by the New Jersey Public Utility 
Information Committee. 


a —+f-—___ 


New Distributors for Republic 
Steel Announced 


Appointment of Railey & Milan, Inc., 
27-39 W. Flagler St., Miami, Fla., as 
distributors of Enduro Stainless Steel 
and Toncan Iron, has been announced 
by N. J. Clarks, Vice-President in 
Charge of Sales, Republic Steel Corpo- 
ration, Youngstown, Ohio. Mr. Clarke 
has also announced the appointment of 
the Ohio Valley Hardware & Roofing 
Co., Evansville, Ind., as distributors of 
Toncon Iron. 


aise 


General Gas Light Company Issue 
New Portfolio 


The General Gas Light Company, Kala- 
mazoo, Mich., recently issued their 1934 
Humphrey Radiantfire “Co-operation in 
Selling” portfolio. This portfolio con- 
tains their new catalog, prices, folders and 
other advertising and sales promotional 
material which they can furnish to gas 
companies throughout the ensuing year. 

Copies of this portfolio may be obtained 
by writing to the General Gas Light 
Company direct. 


pete’ Sverre 
G. W. Harr Made President of the 


Pennsylvania Natural Gas 
Men’s Association 


G. W. Harr, of Fairmont, W. Va., suc- 
ceeds F. F. Schauer, of Pittsburgh, as 
president of the Pennsylvania Natural 
Gas Men’s Association, it was announced 
recently following a meeting of directors. 
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THE GOODMAN STOPPER 


The Reliable Shut-Off for 
Street Mains 


Equipped with Improved 
Patented Locking Sleeve, 
which locks both handles 
to the pipe. Stopper can- 
not slip. Gas cannot pass. 





Z HANDLE & 
LOCKING SLEEVE Q 


<2 =< 


Safety Gas Main Stopper Co. 
523 Atlantic Avenue, Brooklyn, New York 











FOR SALE 


For SALE: One complete carburetted water gas 
plant consisting of one six-foot GMCO set, blow- 
er, purifiers, washer, scrubber, compressor, relief 
holder, oil storage tanks, accessory pumps and 
Truscon steel building. We invite inquiries. Ad- 
dress Box #1054 c/o American Gas Journal, 53 
Park Place, N. Y. C. 


GAS-ENGINE COMPRESSOR, Cooper-Bessemer, four 
cycle, horizontal, 100 h.p., capacity 245 cu. ft. per min. 
In first class condition and priced to move quickly. 


Location, West Virginia. Address Box 1056, c/o American 
Gas Journal, 53 Park Place, New York City. 














All sizes Meters 
Diaphragms 

up te Repairs 

3,400 cu. ft. Provers 

: Pumps 
capacity Calorimeters 


Wet Meters 
Gauges 
Apparatus 


METER REPAIR PARTS 


ALL MAKES - ALLSIZES OF METERS 


LARGEST GAS COMPANIES NOW 
USING OUR PARTS 


SEND FOR OUR CIRCULAR ON 
METER REPAIR PARTS 


SAMPLES AND PRICES 
GLADLY SENT 


LAMBERT METER CO. 


BUSH TERM. BLDG. 4, BROOKLYN, N. Y. 
































Feel at Home 
in CHICAGO 


Stay in the TOWER 
of HOSPITALITY 








From the Morrison tower you look down on the 
“busiest corner in the world”; but high up in the quiet, 
homelike rooms you are far away from noise and 
hurry. Deep, soft beds bring sound sleep. No other 
Chicago hotel gives as much at such reasonable rates. 


In the Heart of the Loop Fine Garage Facilities 
= * 
Only$2.50 upwithBath Home of Terrace Garden 


MORRISON 
HOTEL womens: 


























throughout. 


ROOTS-CONNERSVILLE INDUSTRIAL METERS 


Roots-Connersville Meters offer dependable accuracy combined with low 
installation and maintenance cost, small space requirements, and prac- 
tically no operating expense. Sturdy cast iron and steel construction 
Mm Accuracy permanently machined in, which makes these 
Meters acceptable to both consumers and producers. [Illustrated is a smaller size 
Meter with base volume index which adapts it especially to application in many 
industrial services. Low-pressure types range up to maximum peak line pressure of 
25 lbs., while high-pressure types range up to 75 Ibs. Special arrangements can be 
provided for pressures up to 300 Ibs. Write for Bulletin 40-B10. 


Roors-Connersvitte Brower Corp 
12th & Columbia—Connersville, Ind. 


New York Chicago Pottstown, Pa. Boston Pittsburgh Detroit St. Louis San Francisco Los Angeles 






































—s 





























SS i tlt AP POOR ANRS TIE ES IES SETA I= 

















TO THE GAS MAN, G.P.M. 








| MEANS LOW RESISTANCE TO 








FLOW, CONSISTENT QUALITY, 
EFFICIENT H:S REMOVAL. 





Gas Purifying Materials Colne. 


Foot of flalsey St Branch Yard 
Long Island Ci hy NY. Providence ZI. 























MODERNIZE wus Mona PRODUCTS 


On AW D SUPPLY TRAILERS 
TRAN iL 
MEN HEATERS 2 
0 COMPOUND MELTING POTS 


MOHAWK ASPHALT HEATER CO. 
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JOHN S. UNGER 


GAS ENGINEER 


Ss t in Ammonia Recovery 
and ow a of Ammonia Products 


Builder of Unger Ammonia Stills 
640 GRACE ST., CHICAGO 








IMPROVED EQUIPMENT~ RUSSELL ENGINEERING 


Coal Gas Plants — 

Horizontal Ovens, Benches 
Refills, Additions, Repairs 
Charging and Discharging 


Machines NEW YORK 


Oil Gas Plants — “Refractory 
creen’ Process for Base — 


24 STATE STREET standby oF fee 


Ne W “ ater Gas Sets 
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HEATING 
BUNKER a Ons OIL Byllesby Engineering 


for carburetting gas requires high and Management Corporation 
pressure and high temperature. 


ANDALE 


BOWED TUBE 
HEATERS 


remain tight and are easily cleaned. 
These are the requirements for con- 
tinuous satisfactory operation. 


Wholly-owned subsidiary of 


Standard Gas and Electric Company 





AN DALE COMP ANY 231 South La Salle Street, Chicage 
1600 ARCH STREET New York Pittsburgh San Francisco 





























PHILADELPHIA 
A YING ae 
f OXIDE ==: 
Minimum Ceset. 
Intensely Active. 
iiniai “THE EFFICIENT PURIFIER” 


== AVINO SPONGE 


E. J. LAVINO and COMPANY - BULLITT BLDG. - PHILADELPHIA, PA. 
NEW YORK CHICAGO PITTSBURGH 


























ISBELL-PORTER COMPANY 
Engineers and Manufacturers 
Contractors for of All Kinds 

Complete of Gas 
Gas Works Apparatus 


NEWARK - NEW JERSEY 











































CAST IRON-PIPE |, 


with gas-tight mechanical joints 










Slip the gasket and follower-ring over the spigot 
end and socket it—tighten a few bolts — and 
your gas-tight mechanical joint is assembled. One 


tool. Unskilled labor. 





The yarious mechanical joints made by our mem- 

bers are based on the “stuffing-box” principle. 

All are rendefing gas-tight service under high 
pressures in all parts of the country. 


The Cast iron Pipe Research Association, Thomas F. Wolfe, Research Engineer, 309 Peoples Gas Building, Chicago, Ill. 
SS EEL ETN a 


